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Legend : 


Old plant section, comprising a five-story building* \ 

400 x 65 x 65 feet, and a five-story brick building, 

100 x 65 x 6? feet 

Half completed building, four-story structure, 200 x 50 x 50 feet 
In the finished section, the stationary transmitters were built 
Building under construction 
Brick garages, 100 x 50 x 15 feet 
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